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ACTION EB-08 

INFO OCT-01 EUR- 1 2 ISO-OO FEA-01 AID-05 CEA-01 CIAE-00 
COME-OO DODE-OO FPC-01 H-02 INR-07 INT-05 L-03 
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052296 041434Z/40 

R 021751Z DEC 77 
FM AMEMBASSY LONDON 
TO SECSTATE WASHDC 0924 
INFO USERDA HQ WASHDC 
USERDA HQ GERMANTOWN 
AMEMBASSY OSLO 
AMEMBASSY BONN 
AMEMBASSY PARIS 
AMEMBASSY STOCKHOLM 
AMCONSUL DUSSELDORF 

UNCLAS LONDON 19730 

E.O. 11652: N/A 
TAGS: ENRGUK 

SUBJECT: SURVEY OF COMMERCIALIZATION OF FLUIDIZED BED 
COMBUSTION SYSTEMS 

REF: (A) STATE 267795; (B) LONDON 18610; (C) BONN 19845; 

(D) STATE 282060 

1 . IT HAS NOT PROVEN POSSIBLE TO ARRANGE APPOINTMENTS 
AT RENFREW, GRIMETHORPE, AND LEATHERHEAD DURING 
DECEMBER 19-23 WEEK REQUESTED IN REFTEL. RECOMMEND 
MR. BIONDO RE-SCHEDULE ANY UK TRIP AFTER HOLIDAY PERIOD. 

2. WE ARE INFORMED BY MITRE CORPORATION UK OFFICE THAT 
A REQUEST FOR UK APPOINTMENTS MENTIONED IN REFTEL (D) 

HAS ALSO BEEN PLACED VIA MITRE CORPORATION MCLEAN, 

VIRGINIA OFFICE. INDIVIDUAL CONTACTED BY US DEPT. OF 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 LONDON 19730 041359Z 

ENERGY WAS JOHN STONE, TELEPHONE 790-6783. ADDITIONAL 
CONTACT IN THAT OFFICE IS DR. DICK GREELEY, 790-6771. 

UK DIRECTOR FOR MITRE CORP. IS MR. J. ANTHONY CHALLIS, 

3 DENE STREET, DORKING, SURREY RH4 2DR, TELEPHONE 
DORKING (0306) 87000; TELEX 85936L. 

3. MR. CHALLIS INDICATES MITRE CORP. HAS RECENTLY 
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COMPLETED A ' STATE OF THE ART" SURVEY OF FLUIDIZED BED 
COMBUSTION INTERNATIONALLY, INCLUDING IN THE UK, FOR 
DR. STEVEN FRIEDMAN, FOSSIL ENERGY BRANCH OF US DEPT. 
OF ENERGY (FORMERLY ERDA). 

4. FURTHER TO BONN 19845, SUGGEST MR. SAMUEL BIONDO 
ALSO TAKE OCCASION OF DECEMBER 12-13 WASHINGTON CON 
FERENCE ON THIS SUBJECT TO MEET MR. CHALLIS MENTIONED 
ABOVE AND MR. RAYMOND HOY OF BRITISH COAL UTILIZATION 
RESEARCH ASSOCIATION (BCURA). BOTH OF WHOM PLAN TO 
ATTEND. 

5. STONE-PLATT FLUIDFIRE, LTD. (REFTEL (A), PARA 6) 
INDICATED AN INTEREST IN MANUFACTURING FLUID BED COM- 
BUSTION UNITS TO SUPPLY THE UNITED STATES MARKET. 

THEIR RESPONSE TO THE VENDOR QUESTIONNAIRE, AS WELL AS 
BROCHURES ON THEIR PRODUCTS, ARE BEING MAILED TO 
EB/FSE IN THE DEPARTMENT OF STATE, ATTENTION OF MR. 
GERALD ROSEN. 

BREWSTER 


UNCLASSIFIED 


NNN 
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